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SDCS  Event  Report  No.  34 
Novaya  Zemlya,  23  August  1975 


This  event  report  contains  seismic  data  from  the  Special  Data 
Collection  System  (SDCS)  , and  other  sources  for  the  above  event. 
Published  epicenter  information  from  seismic  observations  is: 


"P"  Arrival 

Origin 

Latitude 

Longitude 

M 

Time 

b 

s 

NORSAR  09:04:36.4 

08:59:55 

73 

N 

056  E 

5.8 

:i/a 

Hagfors  09:04:34.0 

09:00:21 

74 

N 

046  E 

5.4 

N/A 

Using  SDCS  stations, 

LASA  and  NORSAR, 

the 

epicenter  location 

and 

magnitudes  become 

08:59:58. 

6 73. 

IN 

054. 7E 

6.3 

4.5 

All  SDCS  stations  were  operational  during  this  period. 

Short-period  signals  associated  with  this  event  were  recorded  at 
all  SDCS  stations,  LASA  and  NORSAR.  Horizontal  SP  channels  at  all 
SDCS  stations  were  rotated.  The  NORSAR  short-period  waveforms  were 
not  recoverable,  P arrival  obtained  from  weekly  summary. 

Long-period  signals  were  recorded  at  WH2YK , HN-ME,  FN-WV,  CPSO, 

ALPA  and  NORSAR.  Horizontal  LP  channels  at  all  SDCS  stations,  ex- 
cept HN-ME,  were  rotated.  Horizontal  LP  channels  at  HN-ME  were  not 
rotated  due  to  unknown  operating  goins.  The  long-period  system  at 
RK-ON  was  inoperative  due  to  maintenance.  LASA  long-period  array 
data  were  not  recoverable. 

Details  of  the  program  used  to  obtain  beamed  vertical,  radial  and 
transverse  long-period  data  at  ALPA  are  in  the  process  of  being 
reviewed.  The  vertical  beam  is  probably  valid;  horizontal  beams 
are  questionable. 

Scaling  factors  on  plots  are  millimicrons  at  1 Hz  (not  corrected  for 
instrument  response) . 
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HYPOCENTER  DETERMINATION 
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DATA  SUMMARY 
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